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E-B203-WM 



Features 

• Material: AluminumWall 

• Mount BracketNeat & 

• Integrated design 


Specifications 


Model 

E-B203-WM 

General 

Material 

Aluminum 

Dimension 

160mm x 122mm x 76mm 

Operating Temperature 

-40°C~60 °C 

Humidity 

0-90% RH 

Load Bearing 

1.0 Kg 

Weight 

0.50Kg 

Color 

White 

Applicable Model 

Please see "Accessory Selection" 
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